MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  19  Township:  10  North  Range:  2  West  Corner  ID:  BeBl  A-13 

Monument  Description  &  Remarks:  R.R.  Spike  2.5ft  west  of  center  line  &  0.03ft  B.G. 
found  (Removed  Pole  Bam  Nail).  Survey  Sign  5.5ft  A.G.  at  Pt.  (C). 

References  On  File:  Stephen  E.  Ramsey  survey,  Terry  &  Joyce  Beckman  (2006),  on  file 
in  surveyors  office. 
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